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Go Navy/Beat Army. Go Army/Beat Navy! 
They called this year’s game an “instant classic.” Maybe because it was the first 
time the game was played in Gillette Stadium, home of the New England Patriots. 
Maybe because the Army has failed in the past 14 attempts to beat Navy. But this 
year, the Army team pulled out a victory that was almost surely going to result in 
another Navy victory. It just didn’t pan out that way this year. Army took an inten- 
tional safety to run the final seconds off the clock and finish with a final score the 
Army 17 / Navy 11. 


Throughout the year, NMRLC has hosted and participated in various events 
around the command. Here are just a few of those images. 
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